From: Brian Ford [travesty76@gmail.com] 

Sent: 9/14/2017 7:37:10 PM 

To: Regan, Michael S [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYD!BOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan] 

CC: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 

Subject: Deny 401 Water Quality Permit for the ACP 

Governor Cooper, Mr. Regan, 

We can do better. This is not good for NC. 

Eminent domain should be not used for land to run a pipeline that will cause negative environmental effects that 
contribute to climate change. 

There are greater problems to work on like Duke Energy cleaning up its coal ash dump sites. 

We can do better than this pipeline. 

Thank you, 

Brian Ford 
King, NC 



